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1. XMs memorandum sets forth the Office of Security position 
regarding reference and !■ forwarded for your consideration. 

2. The Office of Security does not concur in the proposed trans- 
fer of the five Security Careerists from the DD/1 to DD/S&T for the 
following reasons : 

a. The security personnel now assigned to the DD/I 
as a part of the Special Intelligence Staff arc responsible 
for the security of all elements under the DD/I within the 
DD/1 Special Center and all elements of t he DD /1 outside 

the Center with the exception of NPIC an<^ | This 25X1 

responsib ility not only Includes Special Intelligence, but 
also TKH, | I and several other types of highly 

sensitive materials handled and stored in the Center. 

b. Most of the Special Intelligence material is used 
and stored within the DD/I Special Center, and it is 
therefore desirable that the personnel responsible for 
the sec\irity of this material be physically located in the 
Center. 
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«. Hi* l»«li|iv«4 that th« security p«rs<issi«l uelguadi 
to the DD/I eUone&t cea eimtlttiie to |>rovi»Je efiTective 

support lor all Special IntelUgence mirt^rs under 
the Jjurtedictioa of tJMi CIA SIGIJIT OHIee* while essl^d 
to the DD/1. 

d. SINettee 29 January 1964 a new etalHag 
meat was approved which includee the upgra^ag oi the 
pwiltlon df Chief ai the SecurHy Branch to GS-IS and 
CSMMf to CS-14. These changes were made In 
order to provide lor a staff capable of d«velo|dng, rec«an- 
mend^Ni; and Insti^ivding new security p<^ies end programs 
to ‘* es '* with the sensitive, as well as unique security 
problems within the entire DD/L 

S. la view of the foregoing, we do not concur In the trenefer 
ffie Security persomsel end poeltlmis from DD/1 to DI5/ShT. 


SIGNEEF 


B. JL>. Btanerman 
ZHrector iteeurity 
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Depiidy Director ^or 
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